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FACILITIES, OUTDOOR, 

The larp providing shade to the Dear was blown by ibe wind and when the sun hits from the side the dear has 
mirirnal pratedian tram the sun. 

In order to allow all animals Kept outdoors to protect Ihemsolvcs l urr direct sunlight and present discomfort lo the 
animals sofficiem shade by namrgj or artificial means shall be provided 
To be corrected by 2-1 5-2131 6. 


An axil interview was conducted with the facility representative. 


Prepared By: 
Title; 

Received By: 
Title: 


LUIS NAVARRO, D V M 


LU IS A N A VAFI RO, D V M U&DA , APH IS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 6025 


(b)(6), (b)(7)(c) 


Pass i or 1 


Date: 

Jan-£5-£0i6 


Date: 

Jan-25-£0ii6 


Ilisp e ctioli Rep mil Explanation: http : / /ww. aphis .Us da. go V/ sninialjiirelf ate / doUQiIo ads /IRJltplanation.p df 






